PORTABLE   "ON   CALL"   SYSTEM
Required   Physical  Capabilities:

No  effort   is   required  of   the   residents.     The   Staff
Attendants   handle   this   equipment.

Rationale:

Staff   Attendants   should   be   in  touch  with   all   residents
at   all   times.

Analysis:

Since there is only one Staff Attendant on duty at a
time, he or she may be assisting one resident when another
calls in.  The portable "on call" system allows the atten-
dant to plug a telephone receiver into one resident's call
box and receive calls from other residents.

Recommendations:

- Since emergencies may arise at any time, it is cru-
cial that the Staff Attendant be electronically in
touch with all residents at all times.

33pabilities:
